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Abst ract 


The contributions of individual resin components to total 
resin weight loss in 600^^F air aged Celion 6000/PMR-15 
polyimide composites were determined from the overall resin 
weight loss in tl\e composite by chemically separating the 
PMR-15 matrix resin into its monomeric components. The in- 
dividual resin components were also analyzed by spectro- 
scopic techniques in order to elucidate curing and degrada- 
tion mechanisms of the PMR-15 matrix resin. The isothermal 
weight loss of the individual resin components during pro- 
longed 600‘^F tliermo-oxidat ive aging of the composite was 
correlated to tlie changes observed in the Fourier Transform 
infrared spectra and Fourier Transform nuclear magnetic 
resonance spectra of the individual resin components. The 
correlation was used to identify the molecular site of the 
thenno-oxidative changes in PMR-15 polyimide matrix resin 
during 600*^F curing and prolonged 600°F thermo-oxidative aging. 

I . INTRODUCTION 


The study of curing and thermo- 
oxidative degradation of high tem- 
perature resins and their compos- 
ites is usually attempted by thei— 
momechanical, the nnogravime trie and 
spectroscopic techniques. However, 
tliennomechanical techniques only 
provide curing and degradation data 
in a "cause and effect" manner by 
observation of changes in physical 
characteristics such as mechanical 
properties or glass trauicition tem- 
peratures. Similarly, themogravi- 
metric techniques only serve to 
quantify the net overall result of 
degradation as a thermal or thenno- 
oxidative weight loss. In reality, 
a considerable quantity of thermal 
or thenno-oxidative molecular 


changes may have occurred in the 
resin before detection of their ef- 
fects by thermogravimetric tech- 
niques is possible. Presently, 
spectroscopic techniques are prob- 
ably the best method for reducing 
the "cause and effect" limitations 
imposed in determining the mecha- 
nism of curing and the occurrence 
of degradation in a resin or its 
composite. However, the elucida- 
tion of curing mechanisms and de- 
gradation pathways is complicated 
in spectroscopic techniques by 
technical limitations such as in- 
terfering absorbances or reso- 
nances, incompatible physical sam- 
ple state for analysis and data 
complexity. The application of any 


oE th»i three methods to model com- 
pounds has the same limitationsj 
but in addition, a further margin 
for error is introduced by the 
question of whether the model ac- 
curately represents the desired 
polymer system. 

The purpose of this study was to 
characterize in a less equivocal 
manner the compositional changes, 
curing mechanisms and degradation 
mechanisms of PMR- 15 polyimide ma- 
trix resin during curing and pro- 
longed thermo-oxidative exposure of 
graphite fiber composites. In or- 
der to avoid the pitfalls inherent 
with the thermomechanical, thermo- 
graviTiSat ric and spectroscopic tech- 
niques, the bulk resin and compos- 
ite samples were chemically sepa- 
rated int”? gravimetrical ly deter- 
minable monomeric components. 

These components were then charac- 
terized by application of the rou- 
tine accepted techniques of Fourier 
Transform infrared spectroscopy 
(FT-IR), Fourier Transform nuclear 
magnetic resonance spectroscopy 
(FT-NMR), liquid chromatography 
(LC) and elemental analysis. The 
results of the characterization are 
discussed in terms of molecular 
sites for curing and thermo-oxida- 
tive degradation. The individual 
resin component isothermal weight 
losses were calculated and their 
contributions to overall resin iso- 
thermal weight loss were empirical- 
ly correlated to observed composite 
thermo-oxidative performance. The 
correlations of the individual re- 
sin component weight loss to the 
resin component molecular degrada- 
tion characterization are also pre- 
sented. 

2. EXPERIMENTAL 

2.1 MATERIALS AND WEIGHT LOSS DATA 

The neat resin plug used in this 
investigation was prepared under 
high pressure from PMR-15 molding 
powder cured for one hour at 
600°F as described in reference 
1. The Cel ion 6000/PMR-15 compos- 
ites used in this investigation 
were the mechanical test specimens 
that had been fabricated, ^ged and 
tested in earlier studies. The 
600°F air weight loss data for 


the composite and the PMR-i5 resin 
in the composite were the weight 
losses from the above laminate. 

2.2 RESIN COMPONENT SEPARATION 

The PMR-15 polyimide neat resin 
plug (2.5984 gm. ) was first broken 
into pieces and then digested in 
warm hydrazine hydrate (20 ml. of 
85Z solution at 80°C for 72 
hours). The dark solution was 
acidified by slowly adding it to 
200 ml. of 6N hydrochloric acid. 

The resultant bishydrazide deriva- 
tive of 3, 3' , 4,4' -benzophenonetetra- 
carboxylic dianhydride was collect- 
ed by suction filtration, water 
washed and air dried at 60°C to 
yield 1.3285 gm. (105.1%) of brown 
powder. The filtrate was made 
basic by slowly dissolving sodium 
hydroxide pellets. The resultant 
black precipitate was collected by 
suction filtration, water washed 
and air dried at 60°C to yield 
0.0255 gm. (2.0%) of partially hy- 
drolyzed bishydrazide. These two 
precipitates were combined, redi- 
gested in 10-15 ml. of 85% hydra*' 
zine hydrate (80°C for 6 hours) 
and reisolated from acid solution 
as described above to yield 1.2782 
gm. (101.1%) of brown bishydrazide 
derivative, m. p.^360°C. A pre- 
cipitate was not obtained when the 
filtrate was made basic. This 
basic solution and the earlier 
basic solution were combined, heat- 
ed to 60°C for one hour, cooled 
to 25°C and extracted four times 
with 40 ml. portions of chloro- 
form. The combined yellow chloro- 
form layers were washed twice with 
20 ml. portions of water, dried 
over magnesium sulfate, gravity 
filtered, evaporated and air dried 
at 40°C to yield 0.9814 gm. 

(92.7%) of brown 4,4'-methylenedi- 
aniline (MDA), m. p. 85-88°C. The 
aqueous layer was acidified to pH 
4-5 by addition of 6N hydrochloric 
acid and then allowed to evaporate 
to dryness at room temperature. 
Acetic anhydride (100 to 125 ml.) 
was cautiously added to the resul- 
tant brown sodium chloride mass 
(1/2 to 1 inch in bottom of the one 
liter evaporation breaker). This 
was heated at 100°C for six hours 
during which time the salt residue 
changed to fine white granules and 
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the acetic anhydride/acetic acid 
solution turned brown. The slurry 
was cooled to 40°C and the excess 
acetic anhydride was cautiously liy- 
drolyzed by dropwise addition of 
400 ml. of water over a three hour 
period. The resultant brown and 
white precipitates were collected 
by suction filtration and washed 
with hot water until the white pre- 
cipitate (acetylhydrazine) had dis- 
solved. The brown product was air 
dried at 60°C to yield 0.5985 gm. 
(78. 5X) of polymerized nadic cross- 
linker, m.p. 280-300°C. The fil- 
trate was extracted six times with 
100 ml. portions of chloroform. 

The combined yellow chloroform lay- 
ers were washed three times with 30 
ml. portions of warm water, dried 
over magnesium sulfate, gravity 
filtered and air dried to yield 22 
gm. of white acetylhydrazine. This 
was dissolved in 100 ml. of warm 
water, suction filtered, water 
washed and air dried at 60°C to 
yield an additional 0.0688 gm. 
(9.0Z) of polymerized crosslinker, 
m. p. about 150°C. This filtrate 
and the above filtrate were com- 
bined, evaporated to about 300 ml. 
and re-extracted three times with 
20 ml. portions of chloroform. The 
combined yellow chloroform layers 
were washed three times with 10 ml. 
portions of hot water, dried over 
magnesium sulfate, gravity filtered 
evaporated and air dried to yield 
3.0 gm. of white acetylhydrazine. 
This was dissolved and decanted 
four times with 20 ml. portions of 
warm water to leave 0.0316 gm. 
(4.2%) of polymerized crosslinker 
which solidified upon standing, 
m.p. about 130°C. The total 
yield of crosslinker recovered was 
0.6989 gm. (91.7%). 

Elemental Analysis, % C, H, N 
Calc, for (C]^iHj 2 N 203 )j^ 
amide-imide C*59. 99,H=5.49,N*»12. 72 
Found-crop 1 C=56. 13,H=5. 42,N“12. 04 
-crop 2 C=59.09,H“6.09,N=8.88 
-crop 3 C»62.18,H»7.80,N=8.34 

For chemical separation of cured 
and 600°F air aged composites, 
the above neat resin separation 
scheme was used except, that in ad- 
dition, first the graphite fiber 
was isolated as described in refer- 


ence 3. The procedure for the com- 
posite separation also differed 
from the neat resin procedure as 
follows: (1) the initial composite 
digestion proceeded in 8 hours in- 
stead of 72 hours, (2) the amount 
of resin in the composite sample 
was 5 or more times smaller, (3) 
larger water and neutralization 
salt volumes were handled (result- 
ing from the fiber washings), and 
(4) 5 to 10 times more hydrazine 
hydrate per gm. of PMR-15 resin in 
the composite vs. neat resin was 
used (to immerse the resultant fi- 
ber mass during digestion). In all 
the composite digestion/separations 
the bishydrazide precipitates were 
redigested as was done in the de- 
scribed neat resin procedure in or- 
der to lower the yield of the par- 
tially hydrolyzed bishydrazide pre- 
cipitate (from basic solution) to 
less then O.OOl gm. 

2.3 RESIN COMPONENT WEIGHT LOSS 

The individual resin component 
weight losses were calculated ac- 
cording to the following equations: 

(1) Percent weight recovered of 
PMR-15 components « (component 
weight isolated x 100) /component 
weight initially in sample * (com- 
ponent weight isolated x 100 x 
1500)/(initial sample weight x ini- 
tial resin weight fraction x n x 
mw) , where mw « molecular weight of 
isolated derivative and n ■ stoich- 
iometry in PMR-’15; 2.087 for bishy- 
drazide derivative, 3.087 for di- 
amine and 2.000 for cross linker. 

(2) Percent weight loss * 100 - 
percent weight recovered. 

The theoretical amount of cross- 
linker percent weight loss was al- 
so calculated with equations 1 and 
2 using as the component weight 

isolated the maximum crosslinker 
weight possible at each exposure 
time equal to (aged sample might x 
aged resin weight fraction) - 
(diamine weight isolated x [nw 
diamine - 4 hydrogen mwl/niw dia- 
mine) - (bishydrazide weight iso- 
lated X (mw bishydrazide - mw 2 
hydrazine I/mw bishydrazide). All 
weight loss determinations were 
calculated from single data points 


except £or zero exposure time com- 
posites, which were digested in 
triplicate. The overall percent 
resin weight losses in the com- 
posite were from same composite 
samples as reported in reference 3. 

2.4 INSTRUMENTAL EQUIPMENT 

Nuclear magnetic resonance spectra 
were obtained on a commercial 80 
MHz Fourier Transform instrument. 
Resonances were referenced to an 
internal tetramethylsilane stan- 
dard or the chloroform peak. NMR 
samples of model compounds and 
separated PMR-15 resin components 
were prepared in deuterochloroform 
or trifluoroacetic acid for proton 
measurements and in trifluoro- 
acetic acid for carbon measure- 
ments, both at a 10 percent con- 
centration or less if solubility 
was limited. All proton data wore 
electronically integrated. Infra- 
red spectra were obtained on a 
commercial Fourier Transform spec- 
trometer. Model compounds and 
separated PMR-15 resin components 
were examined as solids in potass- 
ium bromide pellets. Liquid chro- 
matographic separation of the 
polymerized crosslinker (before 
and after acetic ahydride treat- 
ment) was done on a commercial 
HPLC with a 60 X 60 X 125 A micro- 
porasil column set using a 50/50 
water /methanol solvent and a re- 
fractive index detector followed 
by a 254 nm ultraviolet detector. 

3.0 MODEL COMPOUNDS AND REACTIONS 

Spectral standards of the bishy- 
drazide derivative of 3, 3', 4,4'- 
benzophenonetet racarboxylic di an- 
hydride (BTDA) were prepared by 
treatment of the dianhydride with 
hydrazine hydrate (N284*H20) 
and with N2H4» H2O in acetic 
acid to yield 95.0% of a yellow 
brown powder, m.p.^ 360°C and 
98.5% of a light yellow powder, 
m. p.^ 360°C, respectively. The 
infrared spectra were identical. 

Spectral standards of the diamines 
were the as received, commercially 
available, highest purity, white 
4, 4'-raethylenedianiline (MDA) and 
the as received commercially 


available, white 4 , 4* -diaminoben- 
zophenone (BDA), m.p. 245.5-247°C. 
Both diamines were treated in N2H4* 
H2O at 80°C to show that: (1) MDA 
is recovered in 98.9% yield without 
undergoing any oxidation during di- 
gestion conditions, and (2) BDA 
forms an 83.9% yield of the hydra- 
zone derivative, m.p. 161.5-162°C, 
during digestion conditions but hy- 
drolyzes during the dilute acid di- 
gestion/isolation conditions co 
reform BDA in a 97.1% yield. 

Model reactions of the aliphatic 
nadic anhydride crosslinker (NA) 
showed the adduct of N2H4»H20 
with NA was a 75.9% yield of the 5 
membered ring, N- amino imide, m.p. 
138-140°C (rather than the 6 mem- 
bered ring, aliphatic hydrazide). 

The literature supports 5 member 
ring formation from aliphatic anhy- 
drides and 6 member ring formation 
from ortho substituted aromatic 
anhydrides for their reactions with 
hydrazine. ^ The 5 membered 
ring N-amino imide was character- 
ized by IR, NMR, elemental analysis 
and reaction with acetic anhydride 
to give a 63.6% yield of the 
acyclic/cyclic bisimide derivative, 
m.p. about 110°C. The IR, 

^-NMR and ^^C-NMR spectra of 
both agreed with the assigned 
structures. 

Elemental Analysis, % C, H, N 

Calc, for CqH|QN202 

Amine -imide C*60. 67,H=5.66,N=*15s 72 

Found C»60.80,H=«5.37,N-15.17 

Calc, for C,3 Hj^^N 204 

Bisimide C-59. 53,H-5. 38,N-10. 68 

Found C=59.31,H-5.50,N-10.80 

Model digestions of N-phenyl nad- 
imide were performed to show that 
the low molecular weight PMR-15 
crosslinker fractions would not be 
lost as result of solubility in 
water during the digestion pro- 
cedure. Thus, the recovery of the 
model crosslinker after digestion 
was 87.9% of a mixture of N-amino 
imides and N-amino amide acids, 
m.p. 85-100°C. These crosslinker 
digestion products were reacted 
with acetic anhydride to show the 
low molecular weight PMR-15 cross- 
linker products would not be lost 
due to water solubility during the 
isolation of the digested 


crosslinker products. Thus, the 
recovery of these digested hydra- 
zine derivatives after treatment 
with acetic anhydride was 88. "iZ, 
calculated as the acyclic/cyclic 
bisimide, m. p. about 110°C. 

4. RESULTS AND DISCUSSION 

4.1 PMR-15 DIGESTION/SEPARATION 

Figure 1 illustrates the diges- 
tion/separation scheme used to 
isolate the three resin components 
and fiber (if any) of cured PMR-15 
resin and postcured/thermo-oxida- 
tively aged PHR-15 composites. 

The digestions were done using hy- 
drazine hydrate with a procedure 
similar to the one originally used 
for condensation polyimides. A 
subsequent procedure reported' 
for separating the digested con- 
densation polyimide resin compon- 
ents was modified in this study in 
that the dianhydride was isolated 
as the biscyclohydrazide deriva- 
tive (instead of as 3, 3' ,4,4'-ben- 
zophenonetetracarboxylic dianhy- 
dride, BTDA) . Also several addi- 
tional new steps were developed to 
isolate the addition cured nadic 
anhydride cross linker (polymerized 
NA) . During the process of veri- 
fying these modifications of the 
developed analytical procedure, 
the following conclusions were 
made : 

(1) The modified procedure can be 
successfully used to separate and 
isolate the three components of 
cured PMR-15 resin. 

(2) Redigestion of the bishydra- 
zide precipitates is required to 
obtain representative gravimetric 
results and to obtain no more than 
three types of isolated components. 

(3) Some intermixing of the com- 
ponents is present even after re- 
digestion. 

(4) The modified separation pro- 
cedure is quantitative for all 
three components except when iso- 
lating the crosslinker from post- 
cured and aged composite samples. 

4.2 RESIN COMPONENT WEIGHT LOSS 

Using the modified separation pro- 
cedure on Cel ion 6C00/PMR-15 com- 
posite specimens fabricated and 


. 1 2 3 

tested for previous stuoies** 

with the 600°F resin weight loss 
data and the calculations describ- 
ed in section 2.3, the 600°F 
weight loss of the three resin 
components and the theoretical 
600"F weight loss of the cross- 
linker component were determined. 
The 600°F composite weight loss 
and the overall 600*^F resin 
weight loss data shoim in figure 2 
for these composites were taken 
from reference 3. Figure 3 shows 
the 600°F weight loss of the 
BTDA and 4, 4' -methylenedianiline 
(MDA) components of these compos- 
ite samples. A weight loss for 
the BTDA component was not ob- 
served throughout the exposure 
time. Instead, the wight (ni the 
BTDA bishydrazide recovered was 
consistently greater than the the- 
oretical amount based on BTDA ini- 
tially formulated. This strongly 
suggests that the digestion pro- 
cedure did not provide a clean 
separation, and accordingly the 
weight of undigested MDA raised 
the recovery of the bishydrazide 
consistently above lOOZ. More im- 
portantly from the minimal slope 
of the BTDA curve it may be con- 
cluded that the BTDA component 
does not significantly contribute 
to the wight loss of the PMR-15 
composites in a 600®F air envir- 
onment. The wight loss of MDA 
from FMR"1S samples was approxi- 
mately lOZ from cured resin and 
postcured composites. The lOZ 
weight loss slowly increased to 
more than 50Z wight loss after 
2100 hours of 600°F air expo- 
sure. The overall position of the 
MDA weight loss curve is probably 
not exact because of the inherent 
difficulties in completely sepa- 
rating the MDA from the BTDA and 
crosslinker components. Howver, 
in spite of these difficulties, a 
uniform weight loss behavior for 
MDA was found. Also, as can be 
seen in figure 4, when these data 
were plotted as a function of the 
square root of exposure time, a 
straight line was obtained which 
could be extrapolated to zero 
weight loss at zero exposure 
time. The linear dependence of 
MDA weight loss on square root of 
exposure time indicates that the 


weight loss is diffusion controll- 
ed. More importantly, the levels 
of MDA lost clearly indicate that 
MDA is a major contributor to ob- 
served resin weight loss. 

Figure 3 shows the experimentally 
determined (chemical separation) 
and theoretical weight loss curves 
of the NA cross I inker component. 
The wide scatter of the experimen- 
tally determined data indicates 
that the crosslinker component was 
not quantitatively isolated from 
the postcured and aged PMR-15 com- 
posite samples. The limits of the 
isolation procedure were exceeded 
because of the need to work with 
small sampte^s and large quantities 
of reagents and solvents. In two 
instances where the experimental 
data points were nearly equal to 
or greater than the theoretical 
values, infrared analysis showed 
that the isolated crosslinker also 
contained other compounds. Thus, 
it may be concluded that the 
amount of crosslinker isolated 
represented only a fraction of the 
total crosslinker present at each 
exposure time. 

In order to determine the actual 
amount of 600°F cross I inker 
weight loss the assumption was 
made that the exposed sample 
weight minus the combined weights 
of the BTDA and MDA isolated was 
equal to the theoretical crosc- 
linker weight. The amount of 
crosslinker present at each expo- 
sure time and its weight loss were 
then calculated as described in 
section 2.3. The theoretical 
crosslinker weight loss, shown in 
figure 5, indicates that after an 
initial weight loss of about 15% 
in 300 hours the crosslinker 
weight remains fairly constant out 
to 1200 hours. Although the 
crosslinker does degrade and loses 
weight during the 300 to 1200 hour 
time interval, any loss in weight 
is offset by competitive weight 
gaining thermo-oxidative molecular 
changes. After 1200 hours of ex- 
posure degradative molecular 
changes predominate and rapid 
weight loss occurs. This finding 
correlates with the overall 


600°F performance of PMR-15 com- 
posites. Excellent retention of 
mechanical properties and a sur- 
prisingly low composite weight 
loss are observed for up to 
1200-1500 hours of 600°F air ex- 
posure. After 1200-1500 hours 
of exposure the degradation rate 
of the PMR-15 composite and the 
crosslinker component increased 
significantly. The BTDA component 
showed virtually no weight loss 
and the MDA component showed a 
leveling off of its contribution 
to resin weight loss as exposure 
time increased. The three resin 
component weight loss curves and 
the overall resin weight loss 
curve are plotted in figure 6 for 
visual comparison. 

4.3 RESIN COMPONENT ANALYSIS 


The bishydrazide, diamine and 
crosslinker resin components were 
analyzed by a variety of tech- 
niques, including FT-IR, FT-NMR, 

LC and elemental analysis. The 
infrared spectra of the first com- 
ponent isolated, the biscyclohy- 
drazide, are shovm in figure 7. 

No significant changes were ob- 
served in the infrared spectra go- 
ing from the model compound, to 
bishydrazide isolated from cured, 
postcured and aged composite spec- 
imens. The ^H-NMR spectra of 
the bishydrazides showed only a 
broad complex multiplet from 6.5 
to 8.3 ppm. The m. p. were all 
} 360°C, however, the colors of 
the bishydrazides were as follows: 
(1) yellow for the model com- 
pound, (2) brown from the staged 
and cured resin, and (3) black 
from the postcured and aged com- 
posite specimens. The color 
change (and weight gain - section 
4.2) may be partially due to col- 
loidal graphite absorbed on the 
bishydrazide because treatment of 
yellow model compound with hydra- 
zine and graphite fiber produced 
brown bishydrazide. However, most 
of the color change (and weight 
gain) was probably due to the un- 
digested MDA residues on the bis- 
hydrazide. These residues gener- 
ally caused a high C, high H and 
low N elemental analyses: 


Calc, for C^7 Hj^qN^ 05, Z C, H, N 
Bishydrazide C*58. 29,H“£. 88,N“15. 99 
Found-cured C“58. 94, . 40,N“14 . 45 
post cured C-57. 77,H-4. 27,N-12. 82 
prolong aged C*60. 18,H*3. 94,N"13. 27 

The infrared spectra of the second 
component isolated, the HDA, are 
shown in figuie 8. The only sig- 
nificant change from as received 
MDA was the presence of weak imide 
bands (1696 and 1772 cm”M repre- 
senting undigested BTDA and/or 
crosslink residues in the MDA iso- 
lated from cured, postcured and 
aged composite specimens. The 
presence of undigested BTDA resi- 
dues was further verified by sub- 
tracting the as received MDA spec- 
trum from the isolated MDA spec- 
tra. The difference was identical 
to the spectra of the bishydrazides 
precipitated from basic solution. 
However, the concentration of BTDA 
residues in MDA. was too low for 
detection by ^H-NMR as the NMR 
spectra of isolated MDA showed only 
resonances consistent with the as 
received MDA. These residues are 
probably the cause of a color 
change and m. p. lowering observed 
in the recovered MDA samples. The 
as received cream colored MDA is 
isolated frora cured and aged matrix 
resin as dark brown MDA melting 
3-4°C lower. However, some of 
the color change and m. p. lowering 
could also be due to impurities 
initially present in the as re- 
ceived MDA. Treatment of as re- 
ceived MDA with hydrazine yields 
two crops of MDA; the first crop 
(72% recovery) was more pure than 
the as received and the second crop 
(27% recovery) of dark brown MDA 
with a 5°C m.p. lowering repre- 
sented a concentration of the im- 
purities in as received MDA. 

Oxidation of MDA to 4,4'-benzo- 
phenone diamine (BDA) during curing 
and aging of poly imide resins, 
(reference 8 and references cited 
therein) as another possible source 
of the impurities was ruled out as 
a factor in this case. First, both 
MDA and BDA were shown not to be 
altered during the digestion condi- 
tions (section 3). Second, an in- 
frared study showed that as little 
as 0.8% BDA could be detected in 
MDA by the presence of the strong- 


est BDA absorbances appearing as 
minor absorbances through the MDA 
FT-IR spectra at 3373, 1582, 1551, 
1155 and 926 cm~^. It suiy be 
concluded that oxidation of the 
methylene bridge to form BDA does 
not occur during 600Pf air expo- 
sure of PMR-15 composites because 
of the following: (1) MDA and BDA 

are not affected by the digestion 
conditions, (2) BDA IR bands were 
not present in the isolated MDA 
spectra in figure 8, and (3) the 
NMR and m.p. data showed the iso- 
lated amine fraction was still 
MDA. If this oxidation occurs, it 
can only happen on the composite 
surface and the resulting BDA must 
undergo weight loss along with the 
MDA weight loss as fast as BDA 
forms. This is in direct contrast 
to the literature (reference 8 and 
others cited therein) which report 
as much as 12% benzophenone struc- 
tures are formed during thermo-oxi- 
dative aging of condensation polyi- 
mide films containing arylmethylene 
linkages. However in this case, 
the lower surface area/resin con- 
tent of composites vs. films (used 
in reference 8) and the presence of 
more easily oxidizable structures 
(polymerized NA acting as an oxygen 
sink) could suppress the oxidation 
of MDA to BDA to well below the 
detection limits of FT-IR spectro- 
scopy. 

The infrared spectra of the third 
component isolated, the acetylated 
polymerized nadic crosslinker, are 
shown in figure 9. The only major 
differences observed between the 
spectrum of cured NA crosslinker 
and postcured or aged NA cross- 
linker are the formation after 
postcuring/aging of a very strong 
broad band in the 1000-1200 cm“^ 
region and a medium intensity 
sharper band in the 450-470 cm”^ 
region. These absorbances are 
probably due to the formation of 
carbon-oxygen ether linkages 
(thermo-oxidative crosslinking) 
during postcure and aging at 
600°F. Thus, it may be conclud- 
ed that thermo-oxidative cross- 
linking initiates during postcur- 
ing. The cross linker weight change 
data (section 4.2) suggest that 
thermo-oxidative crosslinking 
continues throughout the useful 


lifetime of the composite until 
finally crosslinker weight loss 
becomes predominant after about 
1200 hours of 600°F aging. The 
regions other than 1000-1200 and 
450-470 cm”^ of these two spec- 
tra are similar to the spectrum of 
crosslinker isolated from cured 
resin. Some minor differences in 
the amount of carbonyl and imide 
bands (1650-1770 cm"’ region) 
and amide and carboxyl bands 
(3200-3400 cm“^ region) are ob- 
served which probably represent 
undefined differences in the de- 
gree of imide ring formation 
(amide-acid ring closure) and sec- 
ondary amide formation during the 
acetic anhydride treatment step of 
the crosslinker isolation proce- 
dure. 

The ^H-NNR spectra of these 
three crosslinker samples are 
shotm in figure 10. The spectrum 
of the cured crosslinker showed a 
broad amide N-H peak centered at 
9.12 ppm, very minor singlets at 
2.88 and 2.43 ppm, one strong sin- 
glet peak for the amide acetyl 
group at 2.09 ppm and polymer 
methylene chain at 1.25 ppm. The 
spectrum of the postcured cross- 
linker showed downfield shifts to 
form new peaks at 4.82, 4.13 and 
3.59 ppm; intensified peaks at 
2.92, 2.84, 2.35 and 2.26 ppm; 
amide acetyl group as a weakened 
singlet at 2.09 ppm, intensified 
methylene polymer chain at 1.26 
ppm, and a new methylene polymer 
chain as a singlet at 0.89 ppm. 

The spectrum of crosslinker iso- 
lated from aged composites was 
basically identical to the post- 
cured crosslinker spectrum except, 
that in addition, a clearly de- 
fined strong peak has formed as a 
downfield shift at 1.66 ppm. This 
is probably the result of the 
formation of more alpha-methylene 
groups next to the thermo-oxida- 
tively formed carbon-oxygen cross- 
linking sites. Two things should 
be noted about the ^H-NMR spec- 
tra shown in figure 10. None of 
the spectra exhibit a carbon-car- 
bon double bond (olefinic) peak. 
Thus, it can be concluded that the 
olefin in the polymerized cross- 
linker is consumed during the 


600°F curing step by some unde- 
fined mechanism. However, con- 
sumption of the olefin during 
postcuring, instead of curing, 
would seem more plausible because 
then the consumption would corre- 
late with the appearance of the 
strong carbon-oxygen bands, cen- 
tered at 1087 and 462 cm" , in 
the IR of crosslinker isolated 
from postcured and aged composites 
(figure 9). The second thing to 
note about the ^H-NMR spectra in 
figure 10 is the apparent inten- 
sity reversal of the acetyl peak 
(2.09 ppm) and the major methylene 
polyiser chain (1.25 ppm) in cured 
vs. postcured /aged crosslinker. 
This reversal is considered to be 
due only to a reduced number of 
sites for reaction with acetic 
anhydride as thermo-oxidative 
rrosslinking increased in the 
polymerized NA component of post- 
cured and aged composites. 

The results of the ^^C-NNR spec- 
trum of the crosslinker isolated 
from cured PMR-15 composite were 
consistent with either a cyclic 
imide /N-amino amide or the 
acyclic /cyclic bisimide polysier 
structures. The following were 
observed: (1) two types of car- 

bonyl singlets at 176.34 and 
174.42 ppm for the cyclic imide 
and acyclic amide (or imide), (2) 
a weak aromatic peak at 130.2 ppm 
for MDA residue, (3) a broad weak 
resonance region at 49-36 ppm for 
branched polymer carbons, and (4) 
a weak singlet at 29.59 ppm for 
acyclic amide (or imide) acetyl 
group(s). Again, an olefin peak 
was not observed (generally about 
135 ppm). The crosslinker samples 
isolated from postcured and aged 
composites were too insoluble in 
solvents for an acceptable 
'^C analysis. This decreased 
solubility is additional evidence 
tha*- thermo-oxidative crosslinking 
occurs in nadic crosslinker resin 
component, and the crosslinking is 
initiated during the postcuring. 

LC analysis with a 254 nm UV de- 
tector of the crosslinker solution 
before the acetic anhydride treat- 
ment showed at least 4 weak peaks 


and one sharp strong peak. Analy- 
sis after isolation of the cross- 
linker by the acetic anhydride 
procedure showed 3 sharp strong 
peaks and one strong broad coaplex 
peak. The chroaatograais are shown 
in figure 11. The presence of 
only one strong peak in the LC of 
untreated crosslinker suggests a 
strong UV absorbing MDA residue is 
attached to the crosslinker cosi- 
ponenc. Treataent with acetic an- 
hydride increased the absorbances 
of the weak UV absorbing cross- 
linker components to provide the 
strong peaks observed in the LC of 
acetylated cross linker. The 
chromatogram of the acetylated 
crosslinker may be roughly divided 
into two portions; first, the 
higher molecular weight region 
consisting of three sharp peaks 
and second, the more slowly eluted 
region consisting of one broad 
complex peak with at least three 
shoulders or peaks on the low 
molecular weight tail of the broad 
peak. Because of the decreased 
solubility and the less than theo- 
retical yield of crosslinker iso- 
lated from postcured and aged 
FMR-15 composites, solutions of 
these crosslinker samples were not 
investigated by LC. 

The two elution regions of the 
cured crosslinker were collected 
and analyzed with FT-NMR (micro- 
capillary tube). The NMR spectra 
are shown in figure 12 and are 
consistent with the spectrum of 
crosslinker isolated from cured 
resin that was described earlier. 
For low and high molecular weight 
portions of the chromatogram, re- 
spectively, the following was ob- 
served: N-amino acetyl as a sharp 
singlet at 2.06 and 2.13 ppm, al- 
pha methylene as a sharp singlet 
at 1.60 and 1.57 ppm, polymer 
chain as a weak singlet at 1.25 
and 1.27 ppm and both at 0.75 ppm, 
and branched polymer chain as a 
broad weak raised baseline for 
both molecular weights from the 
acetyl 2.1 ppm region to about 4.0 
ppm. The major difference between 
the low and high molecular weight 
fractions was the lower intensity 
of the N-amino acetyl peak in the 
2.1 ppm region in the low mole- 
cular weight sample. The major 


differences between the spectra of 
the two fractionated crosslinker 
samples and the spectrum of the 
entire cross linker (described 
earlier) were that the fraction- 
ated crosslinker samples exhibited 
additional very tieak peaks at 0.75 
ppm and sK>re intense alpha methyl- 
ene peaks in the 1.6 ppm region. 

5. CONCLUDING REMARKS 

The degradation of PMR-15 matrix 
resin was found to occur primarily 
through weight loss of the 4,4'- 
methylenedianiline component. The 
observed weight loss of the 4,4'- 
methylenedianiline is linear with 
the square root of the bOO'^F ex- 
posure time which suggests a ther- 
mo-oxidative ly diffusion control- 
led reaction. Intermediate oxida- 
tion products such as 4,4'-benzo- 
phenone diamine were not found in 
the composite. Degradation of 
PNR-15 matrix resin was also found 
to occur in the nadic anhydride 
crosslinker component. During 
600°F isothermal exposure, the 
crosslinker component does ini- 
tially lose weight but later the 
competition of thermo-oxidative 
weight gain and weight loss pro- 
vides a net balance of no observed 
weight loss for about 1200 hours. 
Thereafter, the crosslinker com- 
ponent rapidly loses weight to be- 
come a significant contributor to 
overall resin weight loss. The 
mechanism for the weight gain of 
the crosslinker component during 
600°F exposure entails the gen- 
eration of carbon-oxygen thermo- 
oxidative crosslinks. The thermo- 
oxidative crosslinking initiates 
during the postcuring and probably 
continues throughout the useful 
600°F composite lifetime. The 
carbon-carbon double bond in the 
polymerized crosslinker was found 
to disappear primarily during ini- 
tial curing, rather than postcur- 
ing. The 3, 3' ,4,4'-benzophenone- 
tetracarboxylic dianhydride com- 
ponent did not significantly con- 
tribute to the weight loss or de- 
gradation of PMR-15 matrix resin. 

The hydrazine digestion/separation 
procedure developed was successful 
in isolating the resin components 
(and fiber) of PMR-15 resin and 
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composites. The sep.'iratlons were 
essentially quantitative except 
for the crosslinker component when 
isolated from postcured and aged 
PMR-15 composites. 
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